12 Septeaber 19$2 


TO i C7D/\ C- -3 
n OKI HF/PP/H 

SUBJECT* Edvin F # Wyxjroft’a ftqploynent 

1* Edwin F* Iftoroft no longer has any cover 
«oploy»ent* Be worked fro* 18 August 195? to 20 August 1952 
and received $78*36 gross pay* 

2« It is requested that h.* s salary be adjusted 
accordingly* 

3* If he obtains exrplojment at a later date we 
vill infora you as soon as possible* 
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